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476 

Mass spectrometer, high-resolution, The development of: a 
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deceleration lenses, 322 

Phenetole cations, Dissociation dynamics of, by photo- 
electron photoion coincidence, 464 

Phosphates, alkyl and chloroalkyl, from an industrial 
effluent, identification of, Multispectral, 419 

Photodissociation spectroscopy of gas-phase ferrocene 
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arachidonate containing glycerophosphocholines by, 45 

Tandem mass spectrometry, Negative ion, of leukotriene E, 
and LTE, metabolites: identification of LTE, in human 
urine, 314 

Tandem mass spectrometry, thermal degradation, Structural 
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